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FOR 

-J3J fTT 


THE RECORD 


Concurrence in Loiter Contract RA-1076 with General 
Precisi on Laboratory . PlenaantviU*. Now York. 
Project 


25X1 


^hia iwnaoranctaa contains recocnendatlons nMLttsd for approval 
ot the Dirooter of Control Intelligence. Gucth reoasnendat lon s are 
contained in Paragraph 5. 

2# tetter Contract RA— 1076 ftwife# fee* the proouronent of 
electronic oquipnaat of advanced design f or use in Project Aquatene. 

3. Thio tetter Contract will bo replaced by a ofinitiwe 
Contract with General Precision Laboratory, lac* The Definitive 
Contract will be of the fixed price ty;«. 

4* tetter Contract RA-1076 provides authority for the contractor 
to exjmttd an asuunt not to exceed $799,400, 

5. It ie roconneodad that you approve the signing of tetter 
Contract tLW1076 by the authorised Project Contracting Officer of the 
Agency. It ia also reocamntfed that the necessary authorisation 
doeuamt be approved. 


•// si* 

RICHARD iu Bis : LL, JR. 

GA/PC/DOX m. Project Director 


25X1 


ddNCURRJUC St 

*/->A £ 

General Counsel 
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Conp|rtjii*r^' , 
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i 


Distribution : 

Original - \ ] MAST'R 25X1 

* - h n 3KRVTC \ 

3 - Finance Officer 

4 - Chrono - — " 

5 - Reading 
RAK/rk (4/ 2/56) 

25X1 

Oopyjiof 5 


"/f: v -j y \ c 

Director of Central Intelligence 

Approvals requested in 
Paragraph 5, granted. 
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